GAS STATION INFORMATION 


Auxilia 

ry catch lever 

■ 

Fuel filler door 

■ 

Backdoor opener 


P.315 P.69 P.32 



P.315 P.69 P.430 


Hood lock release lever 

1 

Fuel filler door opener 

■ 

Tire 

inflation pressure 


Fuel tank capacity 

19.2 gal. (72.5L, 15.91 mp.gal.) 

Fuel type 

Unleaded gasoline only P. 70,424 

Cold tire inflation 
pressure 

P.430 

Engine oil capacity 
(Drain and refill) 

qt_ (L, Imp.qt.) 

With filter 64(6.1,5.4) 

Without filter 6.0 (57,5.0) 

Engine oil type 

Toyota Genuine Motor Oil or equivalent 

Oil grade: ILSAC multigrade engine oil P. 425 

Recommended oil viscosity: SAE-5W-30 


476 

































